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Purpose We investigated the hypothesis that many total hip 
arthroplasty revisions that are classified as aseptic are in fact low- 
grade infections missed with routine diagnostics. 

Methods In 7 Dutch hospitals, 176 consecutive patients with 
the preoperative diagnosis of aseptic loosening of their total hip 
arthroplasty were enrolled. During surgery, between 14 and 20 
tissue samples were obtained for culture, pathology, and broad- 
range 16S rRNA PCR with reverse line blot hybridization. 
Patients were classified as either not being infected, suspected of 
having infection, or infected according to strict, predefined crite- 
ria. Each patient had a follow-up visit after 1 year. 

Results 7 patients were classified as infected, 4 of whom were 
not identified by routine culture. 15 additional patients were 
suspected of having infection. 20 of these 22 patients received a 
cemented prosthesis, fixated with antibiotic-loaded bone cement. 
All 22 patients received prophylactic systemic antibiotics. 7 of 
them reported complaints one year after surgery, but only one 
showed signs of early loosening. However, additional surgery was 
not performed in any of the patients. 

Interpretation Although the proportions were not as high 
as previously reported in the literature, between 4% and 13% 
of patients with the preoperative diagnosis of aseptic loosening 
were infected. However, as thorough debridement was performed 
during surgery and prophylactic antibiotics were used, the diag- 
nosis of infection did not have any obvious clinical consequences, 
as most patients performed well at the 1-year follow-up. Whether 
this observation has implications for long-term implant survival 
remains to be seen. 



Despite improvements in multiple factors that influence the 
outcome of total hip arthroplasty, approximately 8% of pros- 
theses need to be revised within 10 years. More than 75% of 
these revisions are due to aseptic loosening, whereas primary 
or secondary infection accounts for approximately 8% (Mal- 
chau et al. 2002). Data gathered by the Scandinavian hip reg- 
istries clearly suggest that antibiotic prophylaxis — either sys- 
temically, locally, or combined — increases implant survival. In 
fact, the widespread use of antibiotic-containing bone cement 
in primary total hip arthroplasties in these countries has been 
associated with a decrease in the number revisions due to 
aseptic loosening as well (Malchau et al. 2002, Engesaeter et 
al. 2003). As aseptic loosening should not be influenced by 
the activity of antibiotics, this observation suggests that there 
is underdiagnosis of infection. The aseptic loosening group 
might contain a substantial number of patients with low-grade 
infections, which are missed with routine diagnostic tests. As 
a result, these patients might not get an optimal treatment, 
which might ultimately lead to complications. Other publica- 
tions have presented evidence of bacteria or bacterial DNA in 
patients thought to have developed aseptic loosening (Mariani 
et al. 1996, Tunney et al. 1999, Neut et al. 2003, Clarke et 
al. 2004, Ince et al. 2004, Trampuz et al. 2006, Moojen et al. 
2007). However, the prevalence of bacterial involvement in 
revision surgery has ranged from just a few per cent up to 70% 
of all patients (Tunney et al. 1999, Trampuz et al. 2006). 

A difficulty with confirming the diagnosis of infection in 
total hip arthroplasty is that there is no gold standard (Bauer 
et al. 2006). Traditionally, microbiological cultures are seen as 
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the reference standard, but these are often false positive due to 
contamination or false negative due to changed growth charac- 
teristics of bacteria. Obtaining too few samples or from inap- 
propriate biopsy sites may also result in false negative results. 
Histopathological analysis of tissue samples is frequently used 
(Spangehl et al. 1999, Bauer et al. 2006). However, there is 
no consensus on which number of polymorphonuclear leuko- 
cytes is the best cut-off value (Mirra et al. 1982, Lonner et al. 
1996, Pandey et al. 2000). The best reference would probably 
be the combined results of several diagnostic tests (Atkins et 
al. 1998, Spangehl et al. 1999, Bauer et al. 2006). 

In recent years, different studies on new, more sensitive diag- 
nostic techniques have been published. The use of molecular 
biological techniques in particular, such as polymerase chain 
reaction (PCR), has been investigated (Mariani et al. 1996, 
Tunney et al. 1999, Clarke et al. 2004, Fenollar et al. 2006, 
Kobayashi et al. 2006, Moojen et al. 2007). PCR techniques 
are, however, very susceptible to contamination. The key pub- 
lications by Mariani et al. (1996) and Tunney et al. (1999) 
therefore probably also contained a substantial percentage of 
false positive results, as was acknowledged by the authors in a 
later publication (McDowell and Patrick 2005). Moojen et al. 
(2007) published a study on the optimization and validation of 
a combined broad-range 16S rRNA PCR and reverse line blot 
hybridization protocol. With this technique, several microor- 
ganisms often encountered in orthopedic infections could be 
reliably detected and identified at the genus and species level, 
and the combined PCR-RLB technique was found to be more 
sensitive than routine culture. 

Our hypothesis was that there is an underdiagnosis of infec- 
tion in patients undergoing revision total hip arthroplasty. We 
investigated this by extensive use of routine diagnostics such 
as microbiological culture and pathological analysis, together 
with the previously validated broad-range 16S rRNA PCR and 
reverse line blot hybridization technique in a group of patients 
who were suspected of having aseptic loosening preoperatively. 



Patients and methods 
Study design 

This study was approved by the institutional board review 
committee of the University Medical Center Utrecht (13-09- 
2003, 03/133). Between November 2002 and July 2006, 176 
patients with the preoperative diagnosis of aseptic loosening 
of their total hip arthroplasty were admitted to 7 Dutch hos- 
pitals. All were scheduled for a 1-stage revision of cup, stem, 
or both. During surgery, several tissue biopsies were obtained 
and sent for microbiological culture, pathological analysis, 
and broad-range 1 6S rRNA PCR with reverse line blot hybrid- 
ization. Each patient had a 1-year follow-up visit. 

Eligibility for inclusion 

Patients were eligible for inclusion if they were at least 18 



Table 1. Patient demographics, surgical history, and diagnostics 


Age, mean (range) 


~7f\ /oq ao\ 


Males/females 


AQ/-i 0"7 /OQO/ /7QO/ \ 
4y/l^/ {<dO /of / id /o) 


Indication forTHA 




osteoarthritis 


l io (bo /o) 


childhood disease 


d. I \ \eL fo) 


1 I dOlU I fc? 


I U \0 /o) 


inflammatory arthritis 


i f\ /CO/ \ 

lU (o /o) 


osteonecrosis 


O /CO/ \ 


Ul lr\l 1UWI 1 


y \o /o) 


other 


I (1 /o) 


ntiVlbUJIl IIUIIIUcM 




I SI 


1 o,n (~7A°/ \ 

I OU \i 4 /o) 




riA M QO/ \ 

o4 \ i y /o ) 


ora 


Q /CO/ \ 
O \0 /o) 


Ath 

4i n 


O /Oo/ \ 
O \d. fo) 


otn 


1 u /°) 


Tcdia III bllU Ul cil Li liOUItibLy, [Ileal! ^laliyc^ 


11 /fl C QC\ 

I 1 (U.O— OO) 


IvIclllUU Ul MXdUUM 




cemented 


QQ (A "70/ \ 

OO (4/ /o) 


1 lyUl IU 


I y (I I /o ) 


uncemented 


~7A MOO/ \ 
/ 4 (4*1 /o ) 


OybLcilllC dllUUIUUCb dL UlcvlUUb bUiycly 




yes 


71 (Ad 0 / \ 
1 1 (4U /o) 


no 


Q /CO/ \ 
O [O io) 


UNKNOWN 


y / \00 /o) 


Anamnesis 




Pain 


1C1 /CM o/ \ 

i d i ^y i io) 


C I I r\ i f~\ n n 1 i rvi r"* o i v r"r"i out 
rUNCUUNdl II llUdlll 1 IfcJNl 


yu \o i /o) 
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Blood analysis 




ESR, mean (range) 


17 (1-90) 


CRP, mean (range) 
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Additional diagnostics 




No 


49 (28%) 


Aspiration and arthrography 


53 (30%) 


Scintigraphy 
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years old and were scheduled for a revision of either one or 
both components of their total hip arthroplasty, because of a 
preoperative diagnosis of aseptic loosening. This diagnosis 
had to be based on at least anamnesis, physical examination, 
anteroposterior and lateral radiographs of the involved hip, and 
the determination of erythrocyte sedimentation rate (ESR) and 
C-reactive protein (CRP). Both first and re-revision cases were 
included. All patients who were enrolled had provided written 
informed consent. Exclusion criteria were indication for revi- 
sion surgery because of technical error, recurrent dislocation, 
periprosthetic fracture, or solely polyethylene wear (e.g. only 
exchange of a liner); history of septic arthritis, osteomyelitis 
or deep infection of the symptomatic hip or a clinically appar- 
ent infection at another site. Finally, antibiotic use less than 2 
weeks before revision surgery was also a reason for exclusion. 



Patients 

176 patients (127 women) were included (Table 1). Median 
age at the time of revision surgery was 72 (28-92) years. The 
indication for primary total hip arthroplasty was osteoarthritis 
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in 1 15 patients, sequelae of childhood disease in 21, fracture in 
10, inflammatory arthritis in 10, osteonecrosis in 9, and other 
reasons or unknown in 11. In 130 patients, it was a first revi- 
sion. The median time the prosthesis had been in place was 
11 (0.5-35) years. Regarding fixation of the original implant, 
it was cemented in 83 patients, hybrid in 19, and uncemented 
in 74. In most cases where bone cement had been used for the 
components now being revised, it had contained either tobra- 
mycin or gentamicin. However, because of many referrals, the 
antibiotic content of this cement was unknown in about half 
of the cases. Prophylactic systemic antibiotics had been used 
during the previous surgery in 71 of 79 patients; this informa- 
tion was unknown for the other 97 patients. A first- or second- 
generation cephalosporin was used in 75%; other antibiotics 
included clindamycin and amoxicillin/clavulanic acid. 

90% of patients complained of pain, and half of them 
reported functional impairment. Radiographs showed signs of 
loosening of one or both components in 88% of patients; none 
showed signs suggestive of infection. Mean ESR was 17 (SD 
14) and mean CRP was 5 (SD 2). In 72% of the patients, addi- 
tional diagnostic tests were performed, including aspiration 
and arthrography in 30% and scintigraphy in 55%. 

In 63 patients both components were revised; in 76 only 
the acetabular cup was revised, and in 37 only the femoral 
stem was revised. All patients received intravenous antibiotics 
perioperatively (a cephalosporin, clindamycin, or amoxicillin/ 
clavulanic acid), but only after obtaining the tissue samples. 

Sample acquisition and analysis 

Preoperatively, for each patient the medical history was 
obtained, plain radiographs were taken, and ESR and CRP 
levels were determined. In case of doubt, the treating ortho- 
pedic surgeon was free to perform additional diagnostics, 
such as aspiration and arthrography or scintigraphy, but this 
was not obligatory for the study. During surgery, prophylactic 
antibiotics were withheld until sampling was done. Depend- 
ing on whether a partial or total revision was performed, 
between 14 and 20 samples were obtained from the joint 
fluid, the (neo)capsule, and the acetabular and femoral inter- 
face, resulting in 4-7 samples for each diagnostic test. Joint 
fluid was aspirated prior to opening the capsule. Capsule sam- 
ples were taken from the articular side of the (neo)capsule, 
at the site that appeared most inflamed. Interface samples 
were taken at the sites that showed most osteolysis on the 
preoperative radiographs. The sampling was done according 
to a strict protocol and for each location clean instruments 
and gloves were used. To minimize tissue handling, a sterile 
sample kit was available for each patient. Samples for cul- 
ture were analyzed at the local microbiology laboratory. In 
each hospital, the samples were cultured according to similar 
protocols, which meant culturing on solid and liquid culture 
media for both aerobic and anaerobic microorganisms for at 
least 7 days. As we aimed to mimic clinical practice, there 
were minor differences between the exact culture protocols 



of the different hospitals. Samples for pathological analysis 
were immersed in 37% formaldehyde and processed at the 
local pathology laboratory. Samples were embedded in par- 
affin and hematoxylin/eosin-stained slides were made. All 
slides were analyzed centrally by 1 study pathologist (TB), 
who was specialized in histopathology of failed implants and 
who was blinded with respect to patient identification and 
the results of all other tests. Criteria for infection were modi- 
fied from those of Spangehl et al. (1999). When a maximum 
tissue concentration of 0-5 polymorphonuclear neutrophils 
(PMNs) per 10 high power fields (HPF; 400x magnification, 
field diameter 0.54 mm) was seen, this was regarded as defi- 
nitely not infected. When a maximum tissue concentration 
of 6-10 PMNs per 10 HPFs was seen, this was regarded as 
borderline, but probably not infected. When > 10 PMNs per 
10 HPFs, but not > 5 PMNs in any one HPF was seen, this 
was regarded as borderline, but most likely infected. When > 
5 PMNs per HPF were seen, this was regarded as definitely 
infected. PMNs entrapped in superficial fibrin or in capillar- 
ies were excluded (Bauer et al. 2006). 

Samples for the broad-range 16S rRNA PCR with reverse 
line blot hybridization (PCR-RLB) were stored locally at 
-70°C and analyzed centrally, according to the techniques 
previously validated and published by our group (Moojen et 
al. 2007). Briefly, the technique consists of a broad-range 16S 
rRNA PCR using universal primers targeted at the 16S rRNA 
gene, which amplifies part of the bacterial DNA. PCR prod- 
ucts are detected and characterized further at the genus or spe- 
cies level using reverse line blot hybridization, which uses 28 
oligonucleotide probes that were specifically designed for the 
detection of bacteria associated with joint infections. Only a 
positive result on 2 separate PCR-RLB runs was regarded as 
positive. 

One year postoperatively, each patient had a follow-up visit 
where postoperative clinical course, additional surgery, or 
antibiotic use was recorded, radiographs were taken, and ESR 
and CRP were determined. 

Diagnosis of infection 

Patients were regarded as infected, suspected of being 
infected, or as not being infected. A patient was regarded as 
infected if he or she met the criteria as described by either 
Spangehl et al. (1999) or Atkins et al. (1998). According to 
Spangehl, a patient is infected when there is either an open 
wound or sinus to the joint, a systemic infection with pain in 
the hip and purulent fluid in the joint, or a positive result for 
at least 3 diagnostic tests for infection: a CRP of > 10, an ESR 
of > 30, a positive preoperative aspiration, > 5 PMNs per HPF 
on pathological analysis, or at least one third of the culture 
samples positive for the same microorganism. The PCR-RLB 
was added to these tests, using the same criteria as for cul- 
ture. Atkins investigated the value of microbiological results 
as a single diagnostic approach. According to these criteria, 
at least 3 samples must be positive for the same microorgan- 
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Table 2. Results of diagnostic tests on samples from 1 76 patients 
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ism to be regarded as being truly infected. For the PCR-RLB 
results, this definition was used in the same manner. As we 
were searching for low-grade infections, a patient was con- 
sidered suspect regarding infection if he or she had either 2 
culture results or 2 PCR-RLB results positive for the same 
microorganism, or had a pathological analysis that definitely 
showed infection. All other patients were regarded as not 
being infected. 

Results 

Uninfected patients 

In 127 patients (72%), every sample obtained during sur- 
gery was negative by culture (Table 2). Similarly, none of the 
samples were positive by PCR-RLB in 141 patients (80%). 
Pathological analysis suggested that there was no infection in 
157 patients (89%). If the 3 tests were combined, they were 
all negative in 98 patients (56%). Although many patients 
had a positive result in 1 of the 3 tests (Table 2), not all of 
the remaining 78 patients were considered infected. In many 
patients, only 1 or 2 samples were positive by culture or PCR- 
RLB, or different microorganisms were cultured from differ- 
ent samples. Thus, these results were regarded as being due 
to contamination and were interpreted as being false positive. 
With respect to cultures, 46 patients (26%) were regarded as 
being false positive, 28 patients (16%) in the PCR-RLB and 
14 patients (8%) in the pathological analysis. When the results 
of the 3 tests were combined, 71 patients (40%) had a false 
positive result in 1 or more diagnostic tests. According to the 



criteria used, 154 of the 176 patients (88%) were classified as 
not being infected. 

Infected patients 

Culture was regarded as true positive in 3 patients (2%), 
PCR-RLB in 7 patients (4%), and pathological analysis in 5 
patients (3%). According to the strict criteria used for infec- 
tion, 7 patients (4%) were classified as infected (Table 3). 6 
of these 7 patients had positive results in several diagnostic 
analyses, and were classified as infected according to the cri- 
teria of Spangehl. Only 1 additional patient was classified as 
infected according to the criteria of Atkins. In this patient, 3 
of his 5 PCR-RLB samples were positive for Enterobacter 
agglomerans, while other tests were negative. Coagulase- 
negative staphylococci were found in 3 patients and Propri- 
onibacterium acnes, Streptococcus spp., Salmonella spp., and 
E. agglomerans were found in 1 patient each. With culture, a 
microorganism was found in only 3 of the 7 infected patients 
whereas all were detected with PCR-RLB . The positive PCR- 
RLB results were supported in all but 1 case, with pathology 
results giving rise to suspicion of infection. 

Patients suspected of being infected 

As the types of infections searched for in the study group 
would most likely be low-grade, it is possible that the previ- 
ously described criteria for infection were too strict. Less strict 
criteria identified 15 additional patients with suspected infec- 
tion (Table 4); 8 cases were based on culture, 2 on PCR-RLB, 
1 on both culture and PCR-RLB, and 4 on pathology analysis. 
Microorganisms found in these patients were P. acnes in 4, 
coagulase-negative staphylococci in 2, Streptococcus spp. in 
2, and Staphylococcus aureus, Micrococcus spp., or a diph- 
teroid rod in the other 3 patients. 

Postoperative clinical course and 1-year follow-up 

Of the initial group of 176 patients, information from 1-year 
follow-up was available for 170 (97%). As none of the patients 
were suspected of having infection preoperatively, all were 
scheduled for a 1 -stage revision and for only a short course 
of prophylactic systemic antibiotics (range 1-5 days). As the 
PCR-RLB and pathology results were not available to the 



Table 3. Results of diagnostic tests on samples from patients who were considered to be infected 
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CNS: coagulase-negative staphylococci 
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Table 4. Results of diagnostic tests on samples from patients who were suspected of being infected 
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treating orthopedic surgeon, these did not influence decisions 
for postoperative treatment. Because of strong intraoperative 
suspicion of infection, a 2-stage revision was performed in 3 
patients, only 1 of whom was indeed infected. 

Uninfected patients. In the 148 patients that were not sus- 
pected of having an infection, 146 had a 1-stage revision. 5 
patients received prolonged treatment with antibiotics because 
of positive intraoperative cultures or persistent postoperative 
wound drainage. 9 patients had additional surgery after the 
1-stage revision. In 4 patients, a debridement was performed 
because of suspected infection. 4 patients had a 1-stage revi- 
sion because of technical problems caused by the previous 
operation, and 1 had a 2-stage re-revision because the clinical 
course was complicated by infection. At the 1-year follow-up, 
121 patients had no complaints. 27 patients did have com- 
plaints, 21 of whom showed no signs of infection or loosen- 
ing, 5 showed signs of implant loosening, and 1 had a resec- 
tion arthroplasty. 

Infected patients. In the 7 patients who were infected, all 
but 1 had a 1-stage revision. 6 patients received an implant 
fixated with antibiotic bone cement and 1 patient received an 
uncemented implant. Only the patient with the 2-stage revi- 
sion received antibiotics for a prolonged period. After 1 year, 
only 2 patients reported complaints, but there were no signs 
of loosening or infection. No debridement or re-revision was 
performed. 

Patients suspected of being infected. The 15 additional 
patients who were suspected of having an infection using less 
strict criteria all had a 1-stage revision. 14 patients received 
an implant fixated with antibiotic bone cement and 1 patient 
received an uncemented implant. 1 patient received prolonged 
antibiotics because of positive intraoperative cultures, and did 
well at follow-up. After 1 year, 4 patients reported complaints 
without signs of infection or loosening. 1 patient showed 



loosening of the cup with an elevated ESR and CRP, and IgG 
scintigraphy suggestive of low-grade infection. However, no 
additional surgery was performed in this group either. 



Discussion 

This prospective study of 176 patients who underwent revi- 
sion surgery of their total hip arthroplasty because of the pre- 
operative diagnosis of aseptic loosening, showed that in 7-22 
patients (4-13%) there was infection or suspicion of infection, 
based on the combined results of pre- and intraoperative diag- 
nostic tests for infection. All patients but one had a 1-stage 
revision and they were treated accordingly; only 2 patients 
received antibiotics over a prolonged period. At the 1-year 
follow-up, most patients did well. None of these 22 patients 
had received additional surgery after 1 year. 

Compared to several previous studies that have investigated 
a similar hypothesis, we found a relatively low rate of infec- 
tion. For example, in a similar group of patients Tunney et al. 
(1999) showed that there were bacteria in 22% using sonica- 
tion and culture, in 63% using immunofluorescence micros- 
copy, and in 72% using 16S PCR. Using 16S PCR, Clarke 
et al. (2004) reported evidence of bacterial DNA in half of 
their patients with suspected aseptic loosening. However, they 
found bacterial DNA in 21% of the tissue samples from pri- 
mary total hip arthroplasties as well, indicating a high con- 
tamination rate. Mariani et al. (1996) found similar results 
in a group of 50 patients with aseptic and septic revision of 
total knee implants. In addition to the 15 patients identified by 
culture, 16S PCR revealed the presence of bacterial DNA in 
17 additional patients. As their negative controls were nega- 
tive, they considered the 17 patients to be true positives. The 
problem with these studies is that neither of them used a valid 
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reference standard for infection, but only reported percentages 
of patients who had positive samples. In contrast, the 2 large 
studies previously mentioned regarding definition of a refer- 
ence standard for infection did not concentrate on the identi- 
fication of low-grade infections (Atkins et al. 1998, Spangehl 
et al. 1999). 

Although we tried to use the best published reference stan- 
dards for infection, this will always be a topic of debate. Most 
studies have been designed to detect standard infections with 
good sensitivity and specificity, and have used internal ref- 
erences for comparison. For example, Atkins et al. (1998) 
used the pathology diagnosis as the gold standard to which 
they compared the culture results. In our study, we antici- 
pated low-grade infections, which would probably be dif- 
ficult to detect. Using published criteria, we identified only 
7 infected patients (4%), which suggests that these criteria 
have good specificity. Lowering of the stringency for diag- 
nosis of infection in an attempt to identify more low-grade 
infections would be expected to increase the sensitivity, but 
decrease the specificity. In our study, it increased the number 
of patients suspected of being infected to 22 (13%). Perhaps 
the identification of the same microorganism in 2 separate 
tissue samples or only a high concentration of polymorpho- 
nuclear neutrophils in peri-implant tissues would increase the 
sensitivity. On the other hand, it is possible that 4% might just 
be the true incidence. 

The types of microorganisms found in the infected patients 
consisted mainly of low-virulence bacteria such as coagulase- 
negative staphylococci and Proprionibacterium acnes. These 
bacteria are skin flora, but they are also often associated with 
orthopedic implant-related infections (Zimmerli et al. 2004, 
Fenollar et al. 2006, Zappe et al. 2008). In one infected patient, 
a Salmonella species was found in 3 PCR-RLB samples. Sal- 
monella is a microorganism not often related to infections of 
total hip arthroplasties, but it has been reported previously 
(Chong and Sporer 2005). In some patients conventional cul- 
tures were negative, yet the PCR-RLB yielded positive results. 
The validity of the PCR-RLB results was supported by the 
pathology results, which indicated infection as well. Regard- 
ing the detection of microorganisms, there was a distinct dif- 
ference between culture and PCR-RLB. PCR-RLB detected 
the presence of bacterial DNA in all 7 infected patients, even 
though only 1 of 6 samples from 1 patient was positive for 
coagulase-negative staphylococci. In contrast, routine cultures 
identified a microorganism in only 3 of the 7 patients and 
could only specify the type of microorganism found as Gram- 
positive cocci and skin flora in 2 patients. PCR-RLB showed 
coagulase-negative staphylococci in both. This low sensitivity 
of routine cultures may be related to a more fastidious growth 
of these bacteria. However, it must be said that by using new 
sonication techniques and prolonged culture periods, these 
fastidious microorganisms can be detected more reliably and 
the sensitivity of culture is improved (Neut et al. 2003, Tram- 
puz et al. 2007). 



Although polymicrobial infections have been reported to 
occur frequently in implant-related infections, we found only 
one patient suspected of having an infection in whom more 
than 1 type of microorganism was identified. In this patient, 
routine culture identified both Streptococcus species and 
Corynebacterium species, while all PCR-RLB samples were 
negative. Even though we detected no polymicrobial infec- 
tions with PCR-RLB, the combined technique has also been 
found to identify this type of infection reliably (Moojen et al. 
2007). With the reverse line blot hybridization technique, oli- 
gonucleotide probes corresponding to different microorgan- 
isms are bound to the detection membrane; thus, several bac- 
terial PCR products can be identified in one assay. 

One point of criticism might be that a preoperative aspira- 
tion was performed in only a limited number of patients (30%), 
which does correpond to normal clinical practice in many hos- 
pitals. As it is an invasive procedure, this was not obligatory 
for the study and was only performed by the treating orthope- 
dic surgeon in cases of doubt. An aspiration could have added 
valuable information, which could in turn have changed treat- 
ment strategies. On the other hand, in all patients in whom 
aspirations were performed, the results were negative. 

Even though we found that a substantial proportion of 
patients were infected or were suspected of being infected 
in a group that was not thought to be infected preoperatively, 
the consequences of this finding remain to be seen. Almost 
all patients were treated with a 1 -stage revision and only one 
to a few days of prophylactic systemic antibiotics, but at the 
1-year follow-up none of those 22 patients had received any 
additional surgery to the revised hip. Compared to the group 
of patients who were not suspected of being infected, they 
fared similarly. One patient who was suspected of having an 
infection did have complaints and showed signs suggestive 
of low-grade infection at one year. A 1 -stage revision with 
thorough intraoperative debridement and the prophylactic 
use of systemic and perhaps additional local antibiotics in 
the bone cement might be sufficient treatment for most low- 
grade infections with low-virulence bacteria. Although most 
of our patients received a cemented revision prosthesis fix- 
ated with antibiotic-loaded bone cement, the patients with an 
uncemented prosthesis did not appear to do worse, so no hard 
and fast statements can be made regarding the potential addi- 
tional value of local antibiotics. However, even though using 
antibiotic-loaded bone cement has proven valuable for infec- 
tion prophylaxis and implant survival (Engesaeter et al. 2003), 
it should always be remembered that by the routine use of this 
type of cement, bacterial resistance to antibiotics such as gen- 
tamicin and tobramycin can be induced. 

In summary, we that found in 176 patients who required 
revision surgery of their total hip arthroplasty and who were 
not suspected of having infection preoperatively, between 4% 
and 13% came to be regarded as infected, based on the com- 
bined results of culture, histology, and broad-range 16S rRNA 
PCR with reverse line blot hybridization diagnostics. These 
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infections were mainly caused by low-virulence bacteria, for 
which detection with PCR-RLB was more sensitive than rou- 
tine culture. For implant survival after 1 year, the presence of 
infection seemed to be of little consequence. However, 1 year 
is still too short a follow-up interval for us to be fully confident 
about the absence of low-grade infection, so the consequences 
for long-term survival remain to be seen. 
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